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UNCLASSIFIED 

PAGE 01 BOGOTA 04010 021617Z 
46 

ACTION HEW-06 

INFO OCT-01 ARA-10 ISO-OO OES-05 EB-07 COME-OO CIAE-00 

INR-07 NSAE-00 /036W 

004002 

R302126Z APR 75 
FM AMEMBASSY BOGOTA 
TO SECSTATE WASHDC 8418 

UNCLAS BOGOTA 4010 

EO 11652: NA 

TAGS: OGEN ETRD TBIO CO 

SUBJ: FDA ADVISORY-DEFECTIVE ANESTHESIA MACHINE 

1. EMBASSY CONTACTED MR BERNARDO MORENO, MGR OF TECNICA F.T F.C- 
TROMEDICA, WHO STATED THAT THEY RECEIVED FIFTEEN WARNING LABELS 
AND HAVE ALREADY INSTALLED 14. THE REMAINING LABEL IS FOR THE 
INSTITUTO NACIONAL DE CAN CEROLOGIA, BUT THEY HAVE ALREADY INFORMED 
THE INSTITUTE AUTHORITIES ABOUT THE WARNING. 
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Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: LABORATORY EQUIPMENT, HOSPITALS, FOOD & DRUG REGULATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 30 APR 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BOGOTA04010 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 55-0097 
From: BOGOTA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975041/aaaaaamj.tel 

Line Count: 36 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 NOV 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 NOV 2003 by MaustMC>; APPROVED <30 DEC 2003 by ShawDG> 
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Review Referrals: n/a 
Review Release Date: n/a 
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Review Transfer Date: 
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Status: NATIVE 
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